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Message Text 


UNCLASSIFIED 

PAGE 01 SAN JO 00632 160834Z 
45 

ACTION ARA-20 

INFO OCT-01 ISO-OO DRC-01 RSC-01 /023 W 

065566 

R 152310Z FEB 74 

FM AMEMBASSY SAN JOSE 

TO AID EPDLSB NEW CUMBERLAND PA 

INFO SECSTATE WASHDC 6254 

UNCLAS SAN JOSE 0632 

AID/W FOR ARA/LA/CEN AND CM/EPD/WL 

E.O. 11652: N/A 
SUBJECT: ICE GENERATORS 

REF: A.MEMO BAUER-KAUFMANN, AUGUST 3, 1973 

B. CHRONOLOGICAL LIST OF FAILURES 

C. SAN JOSE 3776 

1. THE 150 KW GENERATORS RECEIVED BY THE COSTA RICAN INSTITUTE 
OF ELECTRICITY PER POS 170-72 AND 189-72 HAD PROBLEMS SINCE 
FIRST DAY OF OPERATION AS EXPLAINED IN REF. A. AND B. 

2. KAUFMANN IMV 

NAED THESE UNITS PERSONALLY ON AUGUST 23, 

1973 AND DISCUSSED PROBLEMS WITH LOCAL ELECTRIC ENGINEER, 
WHO GAVE HIM REF. B. 

3. ONE UNIT CAUGHT FIRE AS REPORTED REF. C. WITHHOLDING 
PAYMENT OF THIS UNIT UNTIL A DECISION IS MADE BY LSB. 

4. KINDLY REQUEST PROMPT RESOLUTION THIS CASE. 

LANE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 FEB 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974SANJO00632 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: SAN JOSE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740229/aaaabatb.tel 

Line Count: 48 
Locator: TEXT ON-LINE 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: A. MEMO BAUER-KAUFMANN, AUGUST 3, 1 97, 3 

Review Action: RELEASED, APPROVED 

Review Authority: shawdg 

Review Comment: n/a 

Review Content Flags: 

Review Date: 12 MAR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 MAR 2002 by elbezefj>; APPROVED <02 DEC 2002 by shawdg> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: ICE GENERATORS 

TAGS: BEXP 

To: n/a 

Type: TE 
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